"OLD  NORTH"  (CHRIST  CHURCH) 
OF  PAUL  REVERE  FAME  (1723) 

SHOWING  ORIGINAL  HIGH  BOX  PEWS, 
OLDEST  CLOCK  IN  USE  IN  PUBLIC 
BUILDING     (1726).    FIRST  METAL 
PIPE  ORGAN  SERVICES  EVERY  SUN- 
DAY. 
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